CATHEDRAL  OF  THE  SACRED  HEART 
— The  Cathedral  of  the  Sacred  Heart  is  located 
on  Laurel  Street,  overlooking  Monroe  Park. 
It  was  the  gift  from  Thomas  F.  Ryan,  and  was 
erected  at  a  cost  of  over  $300,000.00,  and 
dedicated  in  1906  with  impressive  ceremonies. 
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